GRACE  EPISCOPAL  CHURCH 
Camden,  South  Carolina 

One  of  Camden's  older  churches,  built  about  1870 
and  consecrated  in  1873.  Front  with  Gothic  tower 
added  in  1908.  Bishop  of  South  Carolina  Thomas  F. 
Davis  preached  his  last  sermon  here  in  1871  -  the 
first  in  the  new  church. 
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